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“Opera on/l’opera sur Broadway” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Gian Carlo MENOTTI (1911-2007) 

Distribution 1947 Broadway Cast 

Studio Orchestra 

Emanuel Balaban, conducting/direction 


The Medium (1 946) 

Evelyn Keller, soprano 

Marie Powers, contralto 

Beverly Dame, soprano 

Catherine Mastice, soprano 

Frank Rogier, baritone/baryton 

00:00 

Actl 


26:46 

Act II 


55:34 

The Telephone, or L' Amour a trois (1947) 

Marilyn Cotlow, soprano 

Frank Rogier, baritone/baryton 


(Total - 77:38) 


